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sectors   and  12 energy supply/ conversion sectors.     For a description of  these
energy sectors,  see the attachment  to table C-4.     Brookhaven National
Laboratories  is  in the process of  incorporating the SERI  data base for solar
technologies.    This work will be completed by late spring  1979.

Availability and Cost  of Information!

o    Earnings and Employment/Output ratios for the 110 national  1-0 sectors
forecasted to  1985 are available,  free of charge,  from:

Paul Groncki  (516/345-2071)
Joan Lukachinski   (516/345-2249)
Brookhaven National Laboratories
Upton, New York     11973

o    National Industry-Occupational matrix for 110 sectors  and over 400
occupations are available,   free of charge,   from:

Paul Groncki/Joan Lukachinski
(see above)

(2b)-    Regional Industrial Multiplier System (RIMS).    The RIMS model was
designed to  estimate regional  impacts of changes   in final demand by any number
of  industries,  and is used primarily to analyze site-specific impacts  resulting
from energy-related activities.     The model generates  estimates  of  direct and
indirect/Induced  changes in output,   earnings and employment for as many as 484
industrial sectors.    As in the case of  the BLS 1-0   (see below),  however,  solar
technologies,   conservation methods and other "unconventional" energy systems
must be broken into direct  inputs and assigned to appropriate industrial sector*
Appendix B refers   the  reader to recent attempts   to incorporate solar  technologies
and conservation measures  into  the 1-0 framework.     RIMS multipliers  are derived
from  the production relationships listed in the 1967 BEA National Input-Output
Table.    They are provided for each of  the 173 BEA economic areas  (see figure 3
in section I)  and have been used to  derive multipliers  for every state and the
nine census  regions.    The state and  census models disaggregate multiplier
effects  into  103 industrial categories.     The census model also  considers  16
aggregated industries   (see table C-5 in appendix C).

Availability and Cost of Information:

o    National  earnings - output ratios and direct-effect coefficients
by BEA region are available for 56 aggregated sectors  in:omputation,  University of  Illinois   (Urbana Champaign;   1976).
